HISTORICAL.

TABLE II.
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Year.
	Tons of Shale Distilled.
		
	East Scotland.
	West Scotland.
	Total.

1873
	439,615
	84,480
	524,095

1874
	277,210
	84,700
	361,910

1875
	377,108
	46,314
	423,422

1876
	454,892
	86,381
	541,273

1877
	581,351
	102,767
	684,118

1878
	535,626
	110,313
	645,939

1879
	624,912
	87,516
	712,428

1880
	730,777
	63,060
	793,837

1881
	840,259
	71,912
	912,171

1882
	898,754
	93,733
	994,437

1883
	1,043,499
	87,230
	1,130,729

1884
	1,365,157
	104,492
	1,469,649

1885
	1,665,667 '
	76,083
	1,741,750

1886
	1,655,427
	43,717
	1,699,144

1887
	..
	
	1,368,704

1888
	..
	..
	2,026,779

1889
	..
	..
	1,962,715

1890
	..
	..
	2,154,824

1891) to    \ 1895 J
	Averaged
	each year about
	2,000,000

cheapening the cost of retorting shale thpn in refining
the crude oil The refining is still carried on with the use
of the small apparatus used years ago, or4 with but "very
little increase in size, so that but slight reduction in the
cost of labour, steam, repairs, &c.,xhas been;effected, and
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